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LITTLE DANDY 


New kind of quality in economy iron, 
All parts replaceable in seconds, in- 
cluding element. Plug-type tip. Anti- 
roll, aerated handle. Heat-deflecting 
baffle. Super-flexible cord. Perfect 
balance. 7 


B-SERIES MINIATURES 
Newest advance in truly miniature 
irons. Precise balance. Cool handle. 
Long-life, ‘‘floating,"’ heating ele- 
ment. Anti-roll baffle. Simple three- 
piece assembly. Boxed with 6’ de- 
tachable cord set, 3 assorted tips. 
Packed 6 to case. _ 


BANTAMS 

Small American Beauty irons in wide 
range of watt-inputs and tip diam- 
eters to cover entire range of fine and 
medium-fine jobs on electronic and 
electrical production lines. | 


TRANSFORMER TYPES 


Variable heat and non-variable heat 
models. T-6 model shown; precision 
6-volt instrument with variety of heat 
levels, quick tip-heat changes. T-12 
and T-30 models non-variable. All 
models for use where complete isola- 
tion from line voltage is desirable or 
necessary. 


STANDARD SERIES 

Hundreds of thousands of these 
models of American Beauty irons are 
on production lines all over the world. 
Stocked in tip sizes from 4” to 1%”, 
input wattages from 60 W to 550 W. 


ANGLE-TYPE irons available. (Cas- 
ings angled for hard-to-reach jobs.) 


SOLDERING TIPS 


Made of commercially pure copper 
rod. Shapes and sizes for all AB irons 
and other makes as well. (1) Nickel- 
Plated. (2) “Paragon” Quality—best. 


PARTS AND ACCESSORIES 

You can always get original-equipment- 
quality parts for any American Beauty 
Soldering Iron—standardized for 
quick, easy repair. Also: AB cord sets; 
spooled and bulk heater cord in 250’ 
lengths; branding irons; soldering iron 


NEW CATALOG— 


ae aoe 


TIP. 
CAT.NO. DIA. WATTS NET WT. NET 


3108 «= oe” 20s 3. $ 4.20 


3110 37" 25 3 02. 4.20 
3112 m” 40 A% 072. 5.60 


Two-wire cord is standard. For 3-wire ground- 
ing cord and NEMA type plug, add ‘S3’’ to 
CAT. NO. and $1.00 to list price. 


*Other options available (including higher wattages) 


TIP. 
CAT.NO. DIA. WATTS NET WT. NET 


B-2000-L Ye” 22% 302. $ 8.75 
B-2500-L 3”. 30 3 02. 8.75 


Two-wire cord is standard. For 3-wire gound- 
ing cord and NEMA type plug, add ‘S3’’ to 
CAT. NO. and $1.00 to list price. 


*Other options available 


TIP. 

CAT.NO. DIA. WATTS _NETWT. NET 
3114 Y4" 60 8 02. $ 7.00 
3118 Ye" —- 30 6 02. 5.60 
3120 %6" 30 6% oz. 5.60 
3118-X %” 50 - 602. 6.30 


*Other models & options available 


CAT.NO. DIA, WATTS _NETWT. NET _ 
T-6 Needle Variable 1914 0z. $16.80 
T-12 Ye" 17 1b. 30z. 14.00 
T-30 Ye” 30 1tb.120z. 15.40 


*Other options available 


TIP. 
CAT.NO. DIA. WATTS NET WT. NET 
3125 Vy" 60 T7¥oz $F$ 7.00 
3138 = %” =©100 = 16 oz. 9.10 


3158 Ye” 200 2802. 11.20 
3178 %e" 300 4202. 14.70 
3198 1%” 550 600z. 18.20 


*Nine models available ° 


tips made for high-spec. soldering; 
iron-clad; chrome-plated; pre-tinned; 
maintenance-free; for extra clean work. 


Ask for FREE 
American Beauty Tip Chart. 


temperature regulating stands; safety 
guards for same; general-purpose 
solder pots; melting cups or ladles. 


*Request American Beauty Catalog 
for complete selection. 


New American Beauty Catalog now available. FREE. PRICES SUBJECT TO CHANGE WITHOUT NOTICE 


AMERICAN ELECTRICAL HEATER CO. 
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